To: Wall, Dan[wall. dan@epa.gov] 

From: OBrien, Wendy 

Sent: Thur 8/13/2015 6:27:32 PM 

Subject: water, sediment screening levels 

Final sediment background screening levels.xlsx 
Final surface water background screening levels. xlsx 


For your review, comment, and approval 


Wendy O’Brien, DVM, PhD, DABT 

Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 


Phone: 303.312.6712 
FAX: 303.312.7151 
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